GEORGIA CIGAR a TOBACCO CO., ALBANY, GA 


AERIAL VIEW, MUNICIPAL STADIUM, 
ALBANY, GA. 

It is a Natural Bowl Stadium with a seating 
capacity of 6,500 and is used for all kinds of 
w sporting events and outdoor gatherings. 
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Aerial View. Municipal Stadium. Albany. Ga 



